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UTEDAWIAW SSR COMPLgnBB JAIUARY PLAH 

The Statistics Administration of the Lithuanian SSR announces the following 
data on the fulfillment of the January 19^9 State plan for reconstruction and 
derrelopimit of the Lithuanian economy. The January 19^9 groas product lorn 
plan was fulfilled 107 percent by the entire industry of the Lithuanian SSR. 

Individual ministries and administrations fulfilled the January gro*e 
production plan ae follows: 


Ministries and Administrations. Lithuanian SSR 

Ministry of Local Industry 
including: Republic Industry 

Uyeid and city Industry 
Ministry of Light Industry 
Ministry of Food Industry 
Ministry of Meat and Dairy Industry 
Ministry of Fish Laduetry 
Ministry of Timber and Paper Industry 
Min la try of Coniwzctian BfcV^ials industry 
Ministry of Health 
Ministry of Communal Economy 
Ministry of Agriculture 
Ministry of State Feme 
Ministry for Construction 
Main Fuel Administration 
jfeln Administration of Automobile Transport 
Administration for Affairs of Publishing and 
Polygraph? 
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* L'tovenergo,* Ministry of Electric’ Power Plants 
?J.aypeda Cellulose and Paper Combine, Ministry 
Off Timber end Paper Industry 
Port Equipment Plant No 7, Ministry of Maritime 
Fleet 

Wood combines. Ministry of Petroleum Industry 
Klaypeda Snip Repair Plant, Ministry of Fish Industry 
Lithuanian "GXamnuka" Trust, Ministry of Agricultural 
Procurement 


84 

8 ? 


J 


104 

108 

101 


69 


Trade Cooperatives Industry fulfilled the January 1949 gross production 
plan 103 percent, including the Administration of Trade Cooperatives 105 
percent and Union of Invalids f Cooperatives 89 percent . 


Although the gross production plan was exceeded by seme of the ministries, 
they failed to fulfill the plan In actual goods for certain important item. 


The January 1949 plan fulfillment for chief industrial products and the 
January 1949 production increase so age list January 1948 Is shown in the follow- 
ing percentages: 


Ministry of Local Industry Lithuanian 5SR 


Hails 

Horseshoes 

Electric motors 

Badiaxors 

Heating boilers 

Flows 

Axes 

Metal beds 
Aluminum dlshvare 
Hard leather goods 
Leather shoes 
Felt boots 
Soap 

Enaaslvare 

Metal-cutting tools 
Cast iron pipe* 
Leather uppers 
Furniture 


Ministry of Light Ind u stry Lithuanian BSR 


Cotton yarn 
Cotton fabrics 
Woolen fabrics 
Linen fabrics 
SllJfc fabrics 
Hosiery 

Hhitted underwear 

Knitted outer garments 

Leather shoes 

Hard leather goods 

Russian leather 

Chrome' and tanned leather . 

Felt 

Rubber soles 
Rubber footwear 

Including galoshes 


Jan 49 Plan 

Jan 49 in 

Fulfillment 

of Jan 48 

93 

94 

100 

- 

121 

-» 

77 

350 

86 

500 

120 

61 

139 

_ 

62 

54 

136 

292 

53 

71 

126 

229 

85 

146 

120 

_ 

67 

_ 

250 

620 

101 


141 


1?4 

• 

104 

135 

99 

287 

100 

138 

87 

204 

62 

256 

109 

149 

93 

255 

86 

132 

120 

245 

101 

225 

100 - 

193 

10 c 

191 

133 

- 

105 

?co 

115 

94 

111 

111 
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Confectionery goods 

Macaroni products 

Soap 

Tobacco 

Alcohol 

Beer 

Nonalcoholic beverage® 
Vegetable oil 
Canned food 
Cigarettes 


Ministry of Meat and Dairy Industry Lithuanian Sgg 


Meat 

Sausage and smoked meats 
Butter 


Ministry of Fish Industx? Lithuanian S8R 
Fish catch 


.A*. 


Lumber 

Matches 

Paper 

Cardboard 

Timber hauling 

Hauling of firewood 


falnlstry of Construction Materials Industry Lithuanian 8SR 


Had and silica brick 
Lime 

Roofing mater lain (paper) 
Window glass 


126 

180 

96 

3 *o 

63 

860 

225 

90 

,130 

177 

100 

360 

79 

370 

102 

360 

3?5 

- 

103 

215 

153 

1*6 

106 

133 

x &7 

1*2 

17 

31 

BSR 


10* 

1*5 

112 

168 

119 

123 

173 

276 

137 

93 

120 

69 

isnlan SSR 


100 

213 

106 

2*3 

7* 

239 

138 

600 




" Litorenargo* (Lithuanian Power Systen) Ministry 
of glee trio Power Plants U33R 


Heotrlo power 


82 


Gross production of Lithuanian industry increased 38 percent 
3.9*9, as compared with January 19*8. 


1*2 

In January 


The following leading factories eno plants of ministries and 
fulfilled and surpassed the January groea production plan and the 
fra? actual goods: 


administrations 
production plan 
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Ministry of Local Industry Lithuanian S SR 

"Zhal* girls" Metal^erking Machine-Tools Plant 
"RX^a" Kadio-iiiec + .rotechnical Plant 

Ministry of Light Industry Lithuanian SSR 


"Tigris" Leather Shoe Combine 
"Sanyas* Leather Shoe Combine 
"Stumbr&e" Leather Combine 
Viktor iya" Shoe Factory 
"V®bras" Saving and Fur Factory " 

"Xnkftras" Rubber Shoe Combine 
"Laysve" Woolen Fabric Factory 
"Nenam&e* Woolen Fabric Factory 
"Gamlba" Woolen Fabric Factory 
"Layave" Sewing Factory 
"LeyXiya" Sowing Factory 
"Trikotathas* Knitted Goods Factory 

Mi nistry of Food Industry Lithuanian SSR 

Bread Plant Ho 1 

Vilnyus Tobacco Factory No 1 

"Zef ir" Tobacco Factory 

"lOcra* 1 Tobacco Factory 

"Braenaya Zretda" Butter Combine 

"Zhlbute" Confectionery Factory 

Confectionery Factory Jwmi Mariya Msl'nikayte 

" hmux *" Confectionery Factory 

"1 Maya* 1 Confectionery Factory 

"Tears s" Brewery . 

Vil'nyus Liqueur and Vodka Plant 


Jan 49 Plan 
Fulfillment in 


of Meat and Dal 


Lithuanian SSR 




Vil'nyus Meat Combine 
Kan nan Meat Combine 
Shaulyay Meat Combine 

Ministry of Timber and Paper Induetr 

"ZhTerinaa* Lumber Mill 

"Herie* Lumber Mill 

"Lena" Lumber Mill 

"Shilute" Lumber Mill 

"Rgle" Lumber Kill 

"Plunge" Luatoer Mill 

“Pirmin" Lumber Mill 

Ulmer ge Weed working Combine 

"lovyye V^rSd* Paper Factory 

"Miroranaya Taka" Cardboard Factory 

"Lepena" M*buO Factory 


Ministry of Construction Materials 3hduat 

"Akmene* Lime llant 
"Kfcaehtay" Brick Plant 
"Sargenay" Brick Plant 
"Gelgaud Ishkl" Brick Plant 
"Red^liahkirf 1 Glass Plant 


Lithuanian SSR 
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t'aun&s Woodworking Comb in©, Ministry of Petroleum Industry ljU 

Kaunas Foundry and Machinery Plant, Ministry of 

Transportation 101 

the January 1949 plan was fulfilled by the Lithuanian Railroad aa 
follows • 

a. Loading 107 percent, including the following sections with!* 
Lithuanian SSR - Vil’nyus 114 percent, Kaunas 100 percent, Shyaulyay 111 
percent; 

b. Unloading 99 percent, including the following sections — Vil'nyus 
Xl6 percent, Kaunas 107 percent, Shyaulyay 102 percent; 

c. Railroad car turnover, 87 percent. 

The locomotive repair plan for January 19^9 was fulfilled as follows 1 
overhauling 122 percent, washing 100 percent. 

The freight car repair plan was fulfilled aa follows; capital repairs 
104 peroent, medium repair® 90 percent. 

The automobile transmit plan of the Main Administration of Automobile 
Transport, Soviet of Ministers Lithuanian SSR, was fulfilled 85 peroent for 
freightage (in ton-kilometers ) and 201 peroent for passenger transportation. 

The first-quarter 1949 plan for capital construction in the Lithuanian 
3Sh eoonoqy was fulfilled 19 peroent In January. 

The volume of capital construction completed in January 19^9 showed a 
51 -percent increase over January 19^8. 

Tne first-quarter 1949 plan for retail commodity turnover was fulfilled 
50 percent, including the retail trade turnover 29 peroent and turnover in 
public eating enterprises 55 percent. 

individual trade organisations during January fulfilled the first-quarter 
1949 plan far commodity turnover as follows; (in percent) 

Retail Trade Publio Sating 

Turnover Enterprise® 


Ministry of Trade Lithuanian SSR 

Glavgaatrsnon 

Glarbnlvermag 

GXavrestaraa 

Olavdorbufet 

Lltpotrebsoysr (Lithuanian Consumers * Union) 
Sybolorpotrotsqyui (Fish Consumers* * Union) 
Trade Cooperatives 
Invalids* Cooperatives 
GBS's 

Miscellaneous 


SMttT 
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